PURIFICATION  OF  GASES.
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passes through the perforations of the drum, and is divided into
small jets, which strike against the solid surface sheets placed close
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FIG. 238.    CROSS SECTION OF TAR EXTRACTOR.
to the perforated plates.    In passing through the small perforations
the liquid molecules are wire-drawn, and therefore brought into